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m ED Average Door to First Dose Pain 
Medication Time for Sickle Cell Crisis 237 188 181 145 
Patients (minutes) 


(Evidence SE10EOb-4, ED Average Door to First Dose Pain Medication Time for Sickle 
Cell Crisis Patients [Minutes]) 


